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SUBJECT: MEDICAL REQUEST FOR HOSPITALIZATION FOR DR. 

CESAR VALDIVIESO 

REFS: (A) QUITO 8778 
(B) STATE A-9211 

DEPARTMENT HAS REVIEWED THE REQUEST CONTAINED REF A IN 
LIGHT OF THE CURRENT STATE/DEFENSE POSITION ON HOSPITALIZA 
TION OF FOREIGN NATIONALS AS OUTLINED REF B. WE HAVE 
REGRETFULLY CONCLUDED ON BASIS OF THE DATA PROVIDED, 

THAT THERE IS NOT SUFFICIENT US NATIONAL INTEREST INVOLVED 
TO WARRANT HOSPITALIZATION AT A US MILITARY MEDICAL 
FACILITY. DEPARTMENT SUGGESTS THAT PRIVATE HOSPITALIZATION 
BE RECOMMENDED TO DR. VALDIVIESO. ALMOST ANY MAJOR 
UNIVERSITY MEDICAL CENTER IN THE US WOULD HAVE THE 
ORTHOPEDIC CAPABILITY TO DEAL WITH THE PROBLEM DESCRIBED. 
AMONG THE POSSIBLE CHOICES WOULD BE THE JACKSON MEMORIAL 
HOSPITAL IN MIAMI; N.Y. HOSPITAL - CORNELL UNIVERSITY 
MEDICAL CENTER IN NEW YORK CITY OR THE MASSACHUSETTS 
GENERAL HOSPITAL IN BOSTON. KISSINGER 
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